or they would have brought those safety concerns to their super-
visors' attention when they were threatened with suspension.

Cronin discussed several times during his cross-examination
that he believed that it was possible for a feeder to start run-
ning, even though the_breaker switch on the feeder has been
thrown to the off position, because moisture and dirt may collect
in the panel box and cause a short to occur which will reenergize
the machine's motor.  Yet, in that very testimony, Cronin stated
that he had learned about such things at the arbitration hearing.
Since Cronin is basing his knowledge of that kind of danger on
testimony given at an arbitration hearing which was held in July,
his claim that he was objecting to shoveling coal in June because
of his fear of getting a shock, even when the breaker switch was
in the off position, is not a credible story and fails to show
that he would have had such safety concerns when he refused to
shovel coal on June 23 before the arbitration hearing had ever
been held.                                                      *

Mr. Zohn has emphasized that Simms is not a reliable witness
because, in filling out his application for employment with Pea-
body, he stated in the application that he had 1 year of prior
experience as a coal miner, but stated in this proceeding that he
did not know how the figure "1" got on the form as he did not re-
call putting it there and had no prior experience as a coal miner.
On that same application, Simms also wrote that he had had 3 years
of high school.  When I asked him about that, he said that it was
attendance at a mission school of some sort and that it was not
high school training at all, but he had nevertheless entered that
schooling in a blank on the form which was labeled "high school"
to indicate that only high school training was supposed to be
listed in that space.  We have to keep in mind that Simms was not
able to avail himself of a great deal of formal education.  When
he is filling out an application, he is likely to make mistakes
of a clerical nature.  Such mistakes do not necessarily mean that
everything he says is subject to doubt.

As far as credibility goes, Cronin assured us several times
that he had never had any accidents in the 11 years that he has
worked in the coal mines.  He even stated that he has developed
a sixth sense so that if he just gets in a dangerous situation,
he will immediately feel that he is in danger.  Yet, Mr. McKown
introduced as Exhibits E and F two accident reports showing that
Cronin had his thumb mashed by a cinder block in one instance
and, in another instance, had his hand wrenched or strained by a
steering wheel on a Kersey motor he was driving in the mine.  Of
course, it is possible for witnesses to forget things and not
intentionally be trying to misstate the truth.  I think that some
incidents just have to be accepted as events which people do not
remember.  Witnesses' failure to remember does not necessarily  _
mean that everything they say should be thrown out as a fabrication

1986y had to call for another vehicle and the pumper
